PPP 


Part Number 


Description 


DSI 9250-011 


Basket Conversion 
Kit 


Box Part Number I MBX102T/B I Dimension I 
102 x 34 x 10.5 


Other Packaging 
1MF4631 EIT~ 
MF4612E 


Logo Decals 
__ 11_- 


Packaging 
Instructions 
and Oecal Placement 


OSI 9250-011 
Tape bottom of box securely. 
Wrap hardware and paperwork in foam, then strap package to the inside of 
the basket. 
Take one piece of MF4631 E foam and cut (2) pieces 9" wide and place at each end of box. 
Place (4) pieces of MF4631T foam on bottom of box. 
Insert basket upside down and then place (2) pieces 
of MF4612E at each end. 
Close box, strap (5) times, apply clear tape over strapping, then apply Dart tape. 
Apply label 02729-3 
as per instructions 
in aSI 014 section 4.5 


02729-1 


N/A 


02729-3 


Dart Aerospace Ltd 
1270 Aberdeen 
Street 
Hawkesbury, 
ON, 
K6A 1K7 
CANADA 
TEL.: 1 6136323336 
FAX: 1 6136324443 
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BASKET CONVERSION 
KIT 


PIIN: OSI 9250-011 
CHG002 


BIN: BXXXXX 


